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Under  the  provisions  of  the  act  of  Congress  establishing  the  Bureau  of  Standards,  the 
Bureau  is  authorized,  among  other  things,  to  determine  “physical  constants  and  the  prop- 
erties of  materials,  when  such  data  are  of  great  importance  to  scientific  or  manufacturing 
interests.” 

For  several  years  the  American  Foundrymen’s  Association  had  charge  of  the  prepara- 
tion, analysis,  and  distribution  of  certain  samples  of  iron  for  use  in  checking  analytical 
results.  By  an  agreement  with  that  association  in  1905  the  samples  were  transferred  to 
the  Bureau  of  Standards,  which  institution  has  since  then  attended  to  their  distribution 
and  will  endeavor  to  replace  them  with  new  samples  as  occasion  demands.  With  the 
cooperation  of  the  American  Association  of  Steel  Manufacturers,  the  Bureau  is  also 
issuing  samples  of  analyzed  steel. 

Samples  of  the  following  irons  and  steels  are  now  ready  for  distribution : 

Pig  iron  (Sample  C ). — The  silicon,  phosphorus,  and  manganese  in  the  iron  are  medium. 

Pig  iron  (Sample  D). — The  silicon,  phosphorus,  and  manganese  in  the  iron  are  high. 

Bessemer  steel  (samples  of  approximately  0.1,  0.2,  0.4 per  cent  carbon). 

Basic  open-hearth  steel  (samples  with  0.1,  0.2,  0.4,  0.6,  0.8,  and  1.0  per  cent  carbon). 

Acid  open-hearth  steel  (samples  with  0.1,  0.2,  0.4,  0.6 per  cent  carbon). 

The  following  samples  are  in  course  of  preparation : 

Pig  iron  (Sample  B). — Renewal.  The  silicon  and  phosphorus  in  this  iron  are  low. 

Bessemer  steel  (samples  with  0.6  and  0.8  per  cent  carbon). 

Acid  open-hearth  steel  (samples  with  0.8,  and  1.0  per  cent  carbon). 

A few  of  the  more  important  alloy  steels  will  probably  be  prepared  in  the  near  future. 

Detailed  certificates  of  analysis  will  be  sent  with  samples  ordered.  Summary  analyses 
are  given  in  this  circular. 

Descriptive  circular  ISTo.  14,  giving  the  Bureau’s  methods  of  analysis,  will  be  sent  to 
those  ordering  samples. 

This  circular  will  be  revised  from  time  to  time  and  a copy  of  each  new  edition  will  be 
sent  to  all  who  have  ordered  samples  within  twelve  months. 

When  new  samples  are  issued,  announcement  will  be  made  in  the  following  journals: 
Iron  Age,  Journal  of  Engineering  and  Industrial  Chemistry,  Electrochemical  and  Metal- 
lurgical Industry. 

Each  sample  weighs  150  grams  and  is  contained  in  a glass  bottle  with  metal  screw  cap. 
Orders  for  from  one  to  three  samples  are  filled  by  mail,  each  bottle  being  shipped  in  a 
separate  mailing  case. 

Lots  of  more  than  three  are  sent  by  express,  charges  collect. 

* Superseding  the  third  edition,  issued  September  16,  1907. 
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Averaged  analyses — Irons. 
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3.  26 

2.  89 

2.68 

2.  25 

0.  58 

0.  64 

1.72 

2.  64 

0.  034 

0. 133 

0. 199 
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0. 199 
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Averaged  analyses — Steels. 


Kind  of  Sample 
with 

Approximate  Carbon 
Content. 

Carbon. 

Silicon. 

Phosphorus. 

Sulphur. 

Manganese. 

Direct 

combustion. 
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and 

combustion. 
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By 

oxidation. 
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BESSEMER. 

0.  1 

0.  080 

0.  072 

0.  075 

0.  005 

0.112 

0.  078 

0.  080 

0.  513 

0.2  

0.  207 

0.200 
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0.  023 
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0.  082 
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BASIC  OPEN-HEARTH. 

0.  1 
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0. 136 

0. 130 

0.  013 

0.  031 

0.  035 

0.  036 
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0.2  
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0.  242 
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0.  009 

0.  019 

0.  019 
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0.4 
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0.  010 
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0.605 
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0.  037 

0.  028 

0.  028 
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0.  8 
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0.  836 

0.  807 

0.  011 

0. 025 

0.  021 

0.025 

0.  654 

1.0 
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1.054 

1. 100 

0. 153 

0.  045 

0.  027 

0.  028 
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ACID  OPEN-HEARTH. 

0.  1 

0.101 
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1 

l 

0.8 1 

1.0 
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USE  OF  THE  SAMPLES. 

Great  pains  have  been  taken  to  make  the  contents  of  all  tbe  bottles  uniform,  and  tbe 
agreement  of  tbe  analyses  indicates  tbat  tbese  efforts  have  been  successful.  In  shipping, 
however,  tbe  fine  and  coarse  particles  in  tbe  bottles  become  segregated  so  that  it  is  of  the 
greatest  importance  that  the  contents  of  each  bottle  be  thoroughly  mixed  again  before  any  is 
used  for  analysis . Each  bottle  of  iron  will  be  labeled  with  its  letter  only,  and  each  bottle 
of  steel  with  its  approximate  percentage  of  carbon,  but  gummed  labels  containing  tbe 
average  of  tbe  analyses  by  tbe  different  chemists  will  be  furnished  with  each  sample,  and 
also  certificates  giving  tbe  complete  analysis  of  each  chemist,  as  it  is  believed  that  many 
will  desire  to  know  bow  close  an  agreement  has  been  secured  in  tbese  analyses.  Owing  to 
the  dependence  of  tbe  colorimetric  method  on  identical  beat  treatment  and  composition  of 
sample  and  standard,  the  steels  are  not  recommended  for  this  method. 
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FEES. 

The  following  schedule  of  fees  has  been  adopted  for  samples  of  the  same  or  different 
irons  or  steels : 


Schedule  101. — Samples  of  Analyzed  Irons  and  Steels. 


(а)  Single  samples,  of  150  grams,  each  sample $2.  00 

(б)  Three  or  more  samples,  each 1.  70 


Orders  for  samples  shonld  be  accompanied  by  a remittance,  which  may  be  by  check, 
draft,  or  post-office  order,  and  should  be  made  payable  to  the  Bureau  of  Standards. 

S.  W.  Stratton, 

Director. 

Approved : 

Charles  Nagel, 

Secretary. 


* 
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